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SPECIFICATION CONTROL DRAWING 
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PURCHASE 
MATERIAL: 
AIS11018-1025 
ROUND BAR 


SPECIFICATION: 
Mll-S-7097 
OR ASTM A108 


PART NUMBER: 
M1018-R DDDD 
WHERE 
DDDD = DIAMETER 
IN INCHES 
DIA. 


EG. 7/8" ROUND BAR = M1018-RO.875 


TOLERANCES: 
PER ASTM A108 AS FOllOWS: 


SIZE 
TOLERANCE 
UP TO 1.5" INCL. 
+0.000/-0.002 
-. 
OVER 1.5" TO 2.5" INCL. 
+0.000/-0.003 
.... 
OVER 2.5" TO 4.0" INCL. 
+0.000/-0.004 
OVER 4.0" TO 6.0" INCL. 
+0.000/-0.005 
OVER 6.0" TO 8.0" INCL. 
+0.000/-0.006 
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